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1. POLICIES AND PROCEDURES 



Please comply with the following procedures for ordering any manuals. 



PLACING ORDERS 

Orders for manuals must be submitted to the Sales Support Organization 
in the form of a purchase order. However, to expedite, you may call in 
your order, but you must mail in a purchase order for your verbal 
"call-in" to complete the transaction. 



ARCHIVED MANUALS 

Ordering "Archived" manuals will heed more lead time than a listed, 
current manual (approximately three days). 
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SOFTWARE MANUALS 



DOCUMENT NUMBER 



77980810 



DOCUMENT TITLE 



PATHLAB I I 

CLINICAL LABORATORY INFORMATION SYSTEM 

SYSTEM REFERENCE MANUAL 

VOL I 



77980811 



PATHLAB I I 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 



77980821 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

CARD DESIGN MANUAL 



77980824 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

SMA 6/60 



77980826 



PATHLAB 1 1 

CLINICAL LABORATORY INFORMATION SYSTEM 

FILE STRUCTURE MANUAL 



77980827 



77980843 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

COMPUTER-ASSISTED INSTRUCTIONS (CAI) MANUAL 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
AUTOANALYZER MODEL I 



77980854 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

COULTER-S 



77980856 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

SMA 12/60 
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DOCUMENT NUMBER 



77980857 



DOCUMENT TITLE 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
I NSTRUMENT OPERATOR ' S MANUAL 
BECKMAN BIO GAMMA 



77980868 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
BECKMAN SYSTEMS 1/TR 



77980881 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

MICROLYZER 



77980887 



PATHLAB i I 
CLINICAL LABORATORY 
LDCM MANUAL 



NFORMATION SYSTEM 



77980894 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
SHERWOOD COAGULIZER/ELECTRA 600 



77980897 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
RADIOIMMUNOASSAY INSTRUMENTS 



77980898 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

STAT- 1 ON 



77980899 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
AUTOANALYZER MODEL 1 1 



77980906 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
GILFORD 3400 



77980907 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

DATA BASE VERIFICATION MANUAL 
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DOCUMENT NUMBER 

77980911 



DOCUMENT TITLE 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

GEMSAEC 



77980933 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

SMA-II 



77980935 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

SOFTWARE DEVELOPMENT MANUAL 



77980940 



PATHLAB II 
CLINICAL LABORATORY 
NURSING MANUAL 



NFORMATION SYSTEM 



77980961 



PATHLAB I! 

CLINICAL LABORATORY INFORMATION SYSTEM 
BLOOD BANK SYSTEM REFERENCE MANUAL 
VOL V 



77980966 



77980967 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

PATIENT SUMMARY REPORT (PSR) MANUAL 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INTERFACE REFERENCE MANUAL 

COMMUNICATION 



77980972 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

DEPARTMENT COORDINATOR 



77980984 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

FILE STRUCTURE MANUAL 

BLOOD BANK 3000 



77980989 



PATHLAB II 
CLINICAL LABORATORY 
OPERATOR'S MANUAL 
BLOOD BANK 3000 



NFORMATION SYSTEM 
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DOCUMENT NUMBER 



DOCUMENT TITLE 



77980990 



PATHLAB !l 

CLINICAL LABORATORY INFORMATION SYSTEM 

BLOOD BANK DATA BASE VERIFICATION MANUAL 



77984722 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

SYSTEM REFERENCE MANUAL 

INSTALLATION AND TRAINING 

VOL III 



77984726 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
GENERAL ON-LINE 



77984756 



77984757 



77984758 
77984781 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

BLOOD BANK 2000 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

FILE STRUCTURE MANUAL 

BLOOD BANK 2000 

TEXT EDITOR USER'S MANUAL (TED) 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

LDCM MANUAL 

BLOOD BANK 2000 



77984782 
77984803 



77984808 



FORTRAN MANUAL 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTALLATION GUIDE 

BLOOD BANK 1000 AND 2000 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

ABBOTT ADC 



77984816 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
COULTER PLUS 1 1 
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DOCUMENT NUMBER 

77984817 



DOCUMENT TITLE 



PATHLAB il 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

ASTRA 4/8 



77984823 



77984841 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTALLATION GUIDE 

BLOOD BANK 3000 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

ROTOCHEM 



77984846 



77984851 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

LDCM TRAINING COURSE TEXT 

VOL I , UNITS 1 THROUGH 3 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

LDCM MANUAL 

BLOOD BANK 1000 



77984852 



77984856 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

BLOOD BANK 1000 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

FILE STRUCTURE MANUAL 

BLOOD BANK 1000 



77984857 



77984860 



77984862 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
CORNING 175 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

CELL COUNTER MANUAL 

(You can also order labels separately) 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

LDCM TRAINING COURSE GUIDE 
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DOCUMENT NUMBER 

77984871 
77985707 



DOCUMENT TITLE 



77985709 



77985721 



mzbiii 



77985731 



77985749 



77985754 



77985759 



77985760 



77985762 



RATFOR PROGRAMMING MANUAL 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

PVA-4 

PATHLAB I I 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

IL-1303 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

CAI DEVELOPMENT MANUAL 

PATHLAB IN 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

VITEK AMS 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTALLATION GUIDE 

ANATOMIC PATHOLOGY 

PATHLAB III 

CLINICAL LABORATORY INFORMATION SYSTEM 

SYSTEM REFERENCE MANUAL 

SOFTWARE OPTIONS 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

MLA 700 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

GUIDE TO DATA BASE PREPARATION 

VOL II 

PATHLAB M 

CLINICAL LABORATORY INFORMATION SYSTEM 

GUIDE TO DATA BASE PREPARATION 

VOL I 
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DOCUMENT NUMBER 

77985786 



DOCUMENT TITLE 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTALLATION AND OPERATOR'S MANUAL 

ASTRA 



77985791 



PATHLAB ill 

CLINICAL LABORATORY INFORMATION SYSTEM 

GUIDE TO DATA BASE CREATION 

VOL I 



77985792 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

SYSMEX CC-800 



77985793 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

E-1000 MANUAL 



77986005 



PATHLAB I I 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
STANDARD MICRO TOUCH SCREEN 



77986030 



PATHLAB III 

CLINICAL LABORATORY INFORMATION SYSTEM 

LDCM TRAINING COURSE MANUAL 



77986038 



PATHLAB n 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
SCEPTOR DATA MANAGEMENT CENTER 



77986050 



PATHLAB III 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

BUILDERS 



77986051 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTALLATION AND OPERATOR'S GUIDE 
UNIVERSAL INSTRUMENT PROCESSOR 



77986089 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

SYSTEM REFERENCE MANUAL 

LABORATORY INVENTORY 
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DOCUMENT NUMBER 

77986096 



DOCUMENT TITLE 



PATHLAB I I 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

LABORATORY INVENTORY SYSTEM 



77986100 



PATHLAB III 

CLINICAL LABORATORY INFORMATION SYSTEM 

USER'S TRAINING MANUAL 



77986103 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUCTOR'S GUIDE 

USER'S TRAINING 



77986108 



PATHLAB I I 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
COULTER S PLUS 4 



77986110 



PATHLAB I I I 

CLINICAL LABORATORY INFORMATION SYSTEM 
GUIDE TO DATA BASE CREATION/MICROBIOLOGY 
VOL 11 



77986114 



PATHLAB III 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

MICROBIOLOGY 



77986122 



PATHLAB Mi 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

MICROBIOLOGY BUILDERS 



77986123 



PATHLAB Mi 

CLINICAL LABORATORY INFORMATION SYSTEM 

CPU-CPU INTERFACE SPECIFICATIONS MANUAL 



77986125 



PATHLAB I I I 

CLINICAL LABORATORY INFORMATION SYSTEM 

GUIDE TO DATA BASE CREATION 

BASIC PCRS 



77986129 



PATHLAB Mi 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

PHYSICIAN/NURSING 
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DOCUMENT NUMBER 



DOCUMENT TITLE 



77986130 



PATHLAB II 
CLINICAL LABORATORY 
LDCM MANUAL 
VERSION 2.3 



NFORMATION SYSTEM 



77986131 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

FILE STRUCTURE MANUAL 

VERSION 2.3 



77986134 



PATHLAB I I 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

ANATOMIC PATHOLOGY 



77986135 



PATHLAB I I 
CLINICAL LABORATORY 
OPERATOR'S MANUAL 
VERSION 2.3 



NFORMATION SYSTEM 



77986136 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

SYSTEM REFERENCE MANUAL 

VOL I 

VERSION 2.3 



77986145 



PATHLAB 1 1 
CLINICAL LABORATORY 
INSTALLATION GUIDE 
BLOOD BANK 3000 
VERSION 2.3 



INFORMATION SYSTEM 



77986148 



PATHLAB II 
CLINICAL LABORATORY 
CARD DESIGN MANUAL 
VERSION 2.3 



NFORMATION SYSTEM 



77986150 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTALLATION GUIDE 

PRODUCT ENHANCEMENT FOR BLOOD BANK 3000 



77986151 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

FILE STRUCTURE MANUAL 

ANATOMIC PATHOLOGY 



77986152 



PATHLAB I I 

CLINICAL LABORATORY INFORMATION SYSTEM 
COMMUNICATION INTERFACE MANUAL 
VERSION 2.3 
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DOCUMENT NUMBER 



DOCUMENT TITLE 



77986153 



PATHLAB I I 

CLINICAL LABORATORY INFORMATION SYSTEP 

POST INSTALLATION MANUAL 



77986162 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

INSTRUMENT CONTROLLER AND BACKUP MODULE (ICBfi 



77986164 



PATHLAB II 
CLINICAL LABORATORY 
DESIGN MANUAL 
MICRO TOUCH SCREEN 



NFORMATION SYSTEM 



77986168 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

ABBOTT ADVANTAGE 



77986171 



77986189 



77986190 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

PASCO 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
AMERICAN MICROSCAN TOUCH SCAN 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
PARALLEL 7400 



77986192 



PATHLAB II 
CLINICAL LABORATORY 
OPERATOR'S MANUAL 
BLOOD BANK 3000 
VERSION 2.4 



NFORMATION SYSTEM 



77986193 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

FILE STRUCTURE MANUAL 

BLOOD BANK 3000 

VERSION 2,4 



77986194 



PATHLAB II 
CLINICAL LABORATORY 
LDCM MANUAL 
BLOOD BANK 3000 
VERSION 2.4 



NFORMATION SYSTEM 
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DOCUMENT NUMBER 



77986196 



DOCUMENT TITLE 



PATHLAB III 
CLINICAL LABORATORY 
UTILITIES MANUAL 



NFORMATION SYSTEM 



77986198 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
AMERICAN MICROSCAN AUTOSCAN 



77986311 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

LOOM TRAINING COURSE TEXT 

VOL II, UNITS 4 THROUGH 7 



77986317 



PATHLAB II 
CLINICAL LABORATORY 
INSTRUMENT OPERATOR 
IL-814 INTERFACE 



INFORMATION SYSTEM 
S MANUAL 



77986318 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

ACA n 



77986322 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

LDCM TRAINING COURSE TEXT 

VOL III, UNITS 8 THROUGH 10 



77986329 



PATHLAB II 
CLINICAL LABORATORY 
LDCM MANUAL 
BLOOD BANK 



NFORMATION SYSTEM 



77986330 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

KDA 



77986334 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

USER'S GUIDE 

GRAPHICAL REPORTING PACKAGE 



77986349 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

DESIGN MANUAL 

PCR 
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DOCUMENT NUMBER 



DOCUMENT TITLE 



77986353 



77986354 



77986359 



77986360 



77986361 



77986362 



77986363 



77986364 



77986365 



77986366 



77986367 



77986368 



77986369 



HELP SYSTEM 
USER'S GUIDE 
ELECTRONIC MAIL 

HELP SYSTEM 

GUIDE TO DATA BASE CREATION 

ELECTRONIC MAIL 

HELP SYSTEM 
USER'S GUIDE 
WORD PROCESSING 

HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

RESULT REPORTING, VERSION 1.0 

HELP SYSTEM 

USER'S GUIDE 

ORDER COMMUNICATIONS 

HELP SYSTEM 

GUIDE TO DATA BASE CREATION 

ORDER COMMUNICATIONS 

HELP SYSTEM 

GUIDE TO DATA BASE CREATION 

SYSTEM UTILITIES-FORMS 

HELP SYSTEM 

USER'S GUIDE 

POSTING— CHARGE CAPTURE 

HELP SYSTEM 

GUIDE TO DATA BASE CREATION 

POSTING— CHARGE CAPTURE 

HELP SYSTEM 
USER'S GUIDE 
MEMO 

HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

DIALOG MANAGER 

HELP SYSTEM 
USER'S GUIDE 
BLOOD GAS 

HELP SYSTEM 

GUIDE TO DATA BASE CREATION 

MEMO 
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DOCUMENT NUMBER 
77986370 



DOCUMENT TITLE 



HELP SYSTEM 

GUIDE TO DATA BASE CREATION 

ARCHIVING 



77986371 



77986372 



HELP SYSTEM 
USER'S GUIDE 
ADT/MP I /CENSUS 

HELP SYSTEM 

GUIDE TO DATA BASE CREATION 

BLOOD GAS 



77986373 



HELP SYSTEM 
USER'S GUIDE 
DEMAND BILL 



77986375 



77986377 



77986378 



77986379 



77986381 



77986383 



77986384 



77986385 



77986387 



HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

ADT/MP I /CENSUS 

HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

ARCHIVING 

HELP SYSTEM 

SYSTEM MANAGER'S MANUAL 

ARCHIVING 

HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

BLOOD GAS 

HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

CHARGE CAPTURE 

HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

POSTING 

HELP SYSTEM 

SYSTEM MANAGER'S MANUAL 

DEMAND BILL 

HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

DEMAND BILL 

HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

DIETARY REPORT 
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DOCUMENT NUMBER 

77986388 



DOCUMENT TiTLE 



HELP SYSTEM 
SYSTEM MANAGER'S 
DIETARY REPORT 



MANUAL 



77986389 



77986390 



HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

ELECTRONIC MAIL 

HELP SYSTEM 

SYSTEM MANAGER'S MANUAL 

ELECTRONIC MAIL 



77986391 



77986392 



HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

EXPERT SYSTEM 

HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

FINANCIAL INTERFACE 



77986393 



77986394 



77986395 



77986396 



77986398 



HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

LABORATORY INTERFACE 

HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

ORDER COMMUNICATIONS 

HELP SYSTEM 

SYSTEM MANAGER'S MANUAL 

ORDER COMMUNICATIONS 

HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

PHARMACY 

VERSION 1.0 

HELP SYSTEM 

SYSTEM MANAGER'S MANUAL 

RESOURCE SCHEDULING 



77986399 



HELP SYSTEM 

GUIDE TO DATA BASE CREATION 

RESOURCE SCHEDULING 



77986400 



HELP SYSTEM 
USER'S GUIDE 
RESOURCE SCHEDULING 
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DOCUMENT NUMBER 



77986401 



DOCUMENT TITLE 



HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

FORMS PROCESSING AND DISPATCH 



77986402 



HELP SYSTEM 

SYSTEM MANAGER'S MANUAL 

FORMS PROCESSING AND DISPATCH 



77986403 



HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

MAPPER 



77986404 



HELP SYSTEM 

SYSTEM MANAGER'S MANUAL 

MAPPER 



77986405 



HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

MEMO 



77986408 



HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

PRIMARY TEXT GENERATOR 



77986409 



HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

SCREEN MANAGER 



77986410 



HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

SECURITY AND TERMINAL HANDLER 



7798641 1 



HELP SYSTEM 

SYSTEM MANAGER'S MANUAL 

SECURITY AND TERMINAL HANDLER 



77986412 



HELP SYSTEM 

SYSTEM MANAGER'S MANUAL 

WORD PROCESSING 



77986413 



HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

NETWORKING AND COMMUNICATIONS 



77986415 



HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

PTXT APPLICATION LANGUAGE 
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DOCUMENT NUMBER 

77986417 



77986418 



DOCUMENT TITLE 



77986419 



HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

WORD PROCESSING 

HELP SYSTEM 

USER'S GUIDE 

INTRODUCTION TO THE HELP SYSTEM 

HELP SYSTEM 

SOFTWARE REFERENCE MANUAL 

COMPUTER ASSISTED INSTRUCTION UTILITY 



77986420 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

VERSION 2.4 



77986421 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

LDCM MANUAL 

VERSION 2.4 



77986422 



PATHLAB 1 1 

CLINICAL LABORATORY INFORMATION SYSTEM 

FILE STRUCTURE MANUAL 

VERSION 2,4 



77986425 



PATHLAB Ml 

CLINICAL LABORATORY INFORMATION SYSTEM 

COMPUTER OPERATOR'S MANUAL 



77986426 



77986427 



77986428 



77986431 



PATHLAB III 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

INTERNAL REPORT GENERATOR 

HELP SYSTEM 
USER'S GUIDE 
RADIOLOGY 

HELP SYSTEM 

GUIDE TO DATA BASE CREATION 

RADIOLOGY 

HELP SYSTEM 

SYSTEM MANAGER'S MANUAL 

RADIOLOGY 
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DOCUMENT NUMBER 



DOCUMENT TITLE 



77986461 



77986472 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
HEMATRAK (Model 360/480) 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

SMAC II 



77986475 



77986476 



77986484 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

SMA I I -C 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

ELT-800 

PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

I NSTRUMENT OPERATOR ' S MANUAL 

CLINITEK 



77986487 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

B I OVATION DIFFERENTIAL COUNTER 



77986488 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

GEMENI 



77986490 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 
INSTRUMENT OPERATOR'S MANUAL 
COULTER DIFFERENTIAL COUNTER 3-50 



77986491 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

NOVA 4 



77986492 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

I L504/508 
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DOCUMENT NUMBER 

77986493 



DOCUMENT TITLE 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

ACA III 



77986494 



PATHLAB M 

CLINICAL LABORATORY INFORMATION SYSTEM 

INSTRUMENT OPERATOR'S MANUAL 

ELT-8 



77986496 



PATHLAB II 

CLINICAL LABORATORY INFORMATION SYSTEP 

INSTRUMENT OPERATOR'S MANUAL 

SMAC 



77986499 



PATHLAB I I 

CLINICAL LABORATORY INFORMATION SYSTEM 

OPERATOR'S MANUAL 

MICROFICHE PROCESSING 



77986500 



PATHLAB M 

CLINICAL LABORATORY INFORMATION SYSTEM 

TRAINING COURSE TEXT 

BLOOD BANK DATA BASE MANAGEMENT 



2-18 
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3. HARDWARE MANUALS 



DOCUMENT NUMBER 

77980807 

77980809 
77980815 
77980830 
77980832 
77980938 
77980950 

77980983 



DOCUMENT TITLE 



I/O CONTROLLER 

HARDWARE REFERENCE/MAINTENANCE MANUAL 

SMA6, SMA12 

HARDWARE REFERENCE/MA I NTENANGE MANUAL 

IBM 3271/72 INTERFACE 

HARDWARE REFERENCE/MAINTENANCE MANUAL 

GILFORD 3400 INTERFACE 

HARDWARE REFERENCE/MAINTENANCE MANUAL 

AUTOANALYZER INTERFACE 

HARDWARE REFERENCE/MAINTENANCE MANUAL 

CT105/CT1 03/9322 PRINTER INTERFACE 
HARDWARE REFERENCE/MAINTENANCE MANUAL 

PATHLAB II INFORMATION SYSTEMS 
SYSTEM HARDWARE OPERATOR'S MANUAL 
MAINTENANCE ACTIVITY LEVEL-A (M.A,L.-A) 

REMOTE A/D 

HARDWARE REFERENCE/MAINTENANCE MANUAL 



77984723 



COMMUNICATIONS CONTROLLER 

HARDWARE REFERENCE/MAINTENANCE MANUAL 



77984733 
77984801 
77984845 



BLOOD GAS ANALYZER INTERFACE 
HARDWARE REFERENCE/MAINTENANCE MANUAL 

RS232 UNIVERSAL CABLE ADAPTER KIT 
HARDWARE REFERENCE/MAINTENANCE MANUAL 

COAG-A-MATE DUAL CHANNEL 

HARDWARE REFERENCE/MAINTENANCE MANUAL 
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DOCUMENT NUMBER 



DOCUMENT TITLE 



77984892 
77985700 
77985740 
77985753 

77985805 

77985977 

77986032 
77986057 

77986143 
77986149 
77986154 
77986169 

77986172 

77986191 



M81 0-001 WAND READER 

HARDWARE REFERENCE/MAINTENANCE MANUAL 

MARK SENSE CARD READER 4200 M-SORT 
HARDWARE REFERENCE/MAINTENANCE MANUAL 

CYBER 18 SYSTEMS 

SITE PREPARATION MANUAL 

MEDLAB INTERFACE DIAGNOSTIC SYSTEM (MIDS) 
OPERATOR'S REFERENCE MANUAL 
VERSION 2.0 

ASYNCHRONOUS RS232 

CURRENT LOOP BUFFERED INTERFACE 

HARDWARE REFERENCE/MAINTENANCE MANUAL 

SERIAL INTERFACE FOR 

300/600 LPM E-SERIES PRINTERS 

HARDWARE REFERENCE/MAINTENANCE MANUAL 

CYBER 120 SYSTEMS 
SITE PLANNING MANUAL 

MICROPROCESSOR UPGRADE FOR THE INSTRUMENT 
CONTROLLER AND BACKUP MODULE (ICBM) 
INSTALLATION AND CHECKOUT MANUAL 

INSTRUMENT CONTROLLER AND BACKUP MODULE (ICBM) 
HARDWARE REFERENCE/MAINTENANCE MANUAL 

DIGITAL INSTRUMENT INTERFACE 
INSTALLATION/HARDWARE MAINTENANCE MANUAL 

AUTO DIAL MODEM AND MODEM SWITCH 
INSTALLATION/HARDWARE REFERENCE MANUAL 

INSTRUMENT CONTROLLER AND BACKUP MODULE (ICBM) 
ZENITH WITH 4.77/8 MHz CLOCK 
HARDWARE REFERENCE/MAINTENANCE MANUAL 

CYBER 18 MEMORY UPGRADE 
INSTALLATION PROCEDURES MANUAL 
(POWER PAK I, le, II and lie) 

COMMUNICATIONS NETWORK FOR CYBER 120 
INSTALLATION/HARDWARE OPERATOR'S GUIDE 
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DOCUMENT NUMBER 

77986305 

77986337 
77986477 
77986478 



DOCUMENT TITLE 



CYBER 18 A/Q TO IBM 3270 INTERFACE 
HARDWARE REFERENCE/MAINTENANCE MANUAL 

COULTER-S/SR INTERFACE 

HARDWARE REFERENCE/MAINTENANCE MANUAL 

SHERWOOD COAGULIZER/ELECTRA 600 
HARDWARE REFERENCE/MAINTENANCE MANUAL 

CYBER 18 COMPUTER SYSTEMS 

HARDWARE INSTALLATION/CHECKOUT MANUAL 
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4. OTHER ITEMS 



DOCUMENT NUMBER DOCUMENT TITLE 



77984879 CELL COUNTER LABELS 
77985784 PUBLICATIONS CATALOG 
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COMMENT SHEET 



Comments regarding improvements to this manual would be appreciated 
Send comments to: 

Control Data Corporation 
Healthcare Services 
P.O. Box 21590 
Salt Lake City, UT 84121 
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